THE  GLASSCOCK  MEMORIAL  CARILLON 
First  Baptist  Church,  Corpus  Christi,  Texas 

This  60  foot  memorial  tower  and  51  bell  carillon 
produced  by  Schulmerich  is  one  of  the  largest 
cast  bell  carillons  in  the  United  States 

"Dedicated  to  the  Glory  of  the  Lord  and  His  Church", 
the  memorial  was  given  by  Mrs  Lucille  Glasscock 
to  honor  her  late  husband,  Charles  Gus  Glasscock 

For  information  on  bells, bell  instruments,  towers  write: 

SCHULMERICH  CARILLONS.  INC. 

Carillon  Hill,  Sellersville,  PA  18960 

Or  contact  your  Schulmerich  Representative 
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